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Arlington is served by 12 separate bus routes, with multiple routes along Massachusetts Avenue, Park Avenue, and along Route 2. 
Major bus destinations include the MBTA Bus Terminal on Massachusetts Ave and Alewife Station in Cambridge. Other major 
connections include the MBTA Red Line at Davis Souare in Somerville, and Porter Souare and Harvard Souare in Cambridge. 


Information on this map is from the Arlington Geographic Information System (GIS) database and is intended for planning purposes only. 






























